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May 9, 1967. 


FOR IMMEDIATE RELEASE. 


TREFFLE LACOMBE ON LEAVE FROM S.G.W.U. 1967-68; 
A.J. LAPRADE APPOINTED ACTING ASSISTANT TO THE PRINCIPAL 


Sir George Williams University, Principal Robert C. Rae announced 
today that Mr. Trefflé Lacombe, Assistant to the Principal, has 
been granted a leave of absence for the academic year 1967-68 in 
order to complete a programme of studies at Carleton University. 


Dr. Rae also announced that for the duration of the leave, the 
responsibilities of Mr. Lacombe will be taken over by Mr. A.J. Laprade, 
presently Co-ordinator of Technical Training with the Northern Electric 
Company Limited. 


Mr. Laprade received a B. Eng. degree in Electrical Engineering from 
McGill University in 1949. After graduation he joined the Northern 

and has been with them since in various capacities. Mr. Laprade has 

a rich and wide background of experience in corporate space and financial 
studies, design specification for new buildings and facilities, avant- 
garde audio-visual systems and applications, social problems resulting 
from the introduction of technological changes, and management research 
and training. 
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MONSIEUR TREFFLE LACOMBE.,. ADJOINT. AU RECTEUR, QUITTE L'UNIVERSITE 
SIR GEORGE WILLIAMS POUR L ANNEE. ACADEMIQUE 1967-68. 
MONS TEUR AZ, LAPRADE, NOMME ADJOINT AU RECTEUR. 


Le Docteur Robert C. Rae, Recteur de l'Université Sir George Williams, 
a annoncé récemment que l'Université a accordé un congé sabbatique a 
Monsieur Trefflé Lacombe, Adjoint au Recteur, pour l'année académique 
1967-68 afin qu'il puisse poursuivre des études a l'Université de 
Carleton. 


Le Recteur a également ajouté que Monsieur A.J. Laprade, présentement 
co-ordinateur des services techniques 4 la Compagnie Northern Electric, 
assumera les responsabilités d'Adjoint au Recteur en l'absence de 
Monsieur Lacombe. 


Monsieur Laprade a obtenu son dipléme en génie électronique a 1'Université 
McGill en 1949; il est au service de la Northern Electric depuis sa 
graduation et posséde une vaste expérience dans les domaines suivants: 
études de la finance, construction de nouveaux immeubles, Systémes et 
applications audio-visuels d‘avant-garde, problémes sociaux résultant de 
changements techniques, la recherche et 1'entrainement dans des cadres 
supérieures. 


Du bureau de: Malcolm Stone, 
Directeur de 1'Information, 


